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EUEjJj  ELECTRIFICATION  *DniINISTIUTI3N 


FOE  RELEASE  IN  mOBNING 
PAPERS  OF  SaTURDaY, 
SEPTEMBER  3 , 1938 

The  Rural  Electrification  administration  today 
announced. allotments  totaling  $1,914,000,  for  19  rural 
electrification  projects  in  16  States. 

This  "brings  the  total  allotted  during  the 
current  fiscal  year  to  approximately  $35,500,000'. 


PEOGEESS  BULLETIN 
GENERAL  - NO , 61 


Details  of  the  allotments  are  attached: 


aLaBa^a  25.  BULLOCK 
Dixie  Electric  Membership  Corp. 
Montgomery,  Alabama 
(Knox  McLaney,  President) 
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$337,000  to  build  approximately  357  miles 
of  line  to  serve  3ome  1,078  customers  in 
Lee,  Macon,  Bullock  and  Montgomery  counties. 


G-SORO-Ia.  65  IRWIN 
Irwin  County  Electric  Member- 
ship  Corporation 
Oc ilia,  Ga . 

(W.  a.  Tankersley,  Supt.) 


IOWA  15  HaPPISoi 
Harrison  County  Hural  Electric 
Cooperative 
Woodbine,  Iowa 
(P.  Z.  Soukup,  Supt.) 


MSaS  13  BROWN 
Brown-Atchison  Electric 
Cooperative,  Inc. 
Horton,  Kansas 
(E.  E.  Dorssom,  Supt.) 


$107,000  to  build  approximately  102  miles  of 
line  to  serve  some  433  customers  in  Ben  Hill, 
Turner,  Tifit,  Berrien,  and  Irwin  counties. 
This  project  previously  has  been  allotted 
$157,000  to  build  some  155  miles  of  line  to 
serve  about  525  customers  in  Coffee  and  th 
above  mentioned  counties;  and  $20,000  to 
finance  wiring  and  plumbing  installations. 

$45,000  of  which  $30,000  will  be  used  to 
complete  construction  on  43  miles  of  line 
now  started  to  serve  about  100  customers; 
$10,000  will  be  used  for  customer  connections 
and  $5,000  for  use  by  the  cooperative  as 
working  capital. 

This  project  previously  has  been  allotted 
$200,000  to  build  some  170  miles  of  line 
to  serve  about  500  customers. 

$143,000  to  build  approximately  137  miles  of 
line  to  serve  some  351  customers  in  Brown, 
Doniphan,  Atchison,  Nemaha,  and  Jackson 
counties . 

This  project  previously  has  been  allotted 
$225,000  to  build  some  215  miles  of  line  to 
serve  about  586  customers  in  the  above 
counties , 


KaNSaS  15  DICKINSON 
D.  S.  & 0.  Electric  Cooperative 
Association,  Incorporated 
Solomon,  Kansas 
(P,  3,  Atkins,  Supt.) 


MILKS SOTa  3 MEKKER 
Meeker  Cooperative  Light  & 
Power  Association. 
Litcnfield,  Minn. 

(i.  J.  Clinton,  Supt.) 


$386,000  to  "build  approximately  385  miles 
of  line  to  serve  some  909  customers  in 
Dickinson,  Saline,  Ottawa,  Morris,  Cloud, 
Mhr i on , and  Ge ary  c ount i e s , 

This  project  previously  has  "been  allotted 
$404,651  to  build  some  355  miles  of  line 
to  serve  about  1,893  customers,  in  the 
above  named  counties,  and  $5,000  to, finance 
wiring  and  plumbing  installations. 

$35,000  which  will  be  used  to  defray  the 
expenses  of  additional  customer  connections 
and  as  working  capital. 

This  project  previously  has  been  allotted 
$615,000  to  build  some  564  miles  of  line 
to  serve  about  1,792  customers  in  Meeker, 
Stearns,  Kandiyohi,  and  Penville  counties; 
and  $3,000  to  finance  wiring  and  plumbing 
installat ions. 


OHIO  42  DaPHS 
Darke  Kural  Electric 
Cooperative,  Inc. 
Greenville,  Ohio 
(Poll in  Miller,  Supt.) 


OI'-mbOH  2 LaKH 
Blachly-Lane  County  Coop. 

Electric  Association 
Blachly,  Oregon 
(V.  a.  Parker,  Supt.) 


THhhKSSKK  22  GIBSOL 

City  of  Milan 
Milan , Tenn. 


$239,000  to  build  approximately  211  miles 
of  line  to  serve  some  799  customers  in- 
Darke  and  Preble  counties. 

This  project  previously  has  been  allotted 
$225,000  to  build  some  222  miles  of  line 
to  serve  about  602  customers  ir  th»  above 
mentioned  and  Mercer  County. 

$10,000  which  the  cooperative  will  use 
for  additional  customer  connections  and 
working  capital. 

This  project  previously  has  been  allotted 
$117,000  for  line  construction  and  generating 
facilities  to  serve  some  307  customers  in 
Lane  County. 

$25,000  to  build  approximately  18  miles  of 
line  to  serve  some  142  customers  in  Gibson-, 
and  Carroll  counties. 

Tnis  project  previously  has  been  allotted 
$44,000  to  build  some  43  miles  of  line  to  ■ 
serve  about  208  customers  in  the  above 
mentioned  counties. 
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TEXaS  74  Ba^R 
jity  of.  .50yaf>Q< 
Seymour Tox-as 

'".Bert  Y i y.  y , atty . ) 


WaSHIEGTOL  5 5aF  JlUK 
Grcas  Power  and  Light  Co. 
Last  Sound,  Washington 
( . W . J ohns  >n , Supt . ) 


Inland  Empire  Electrification 
Incorporated 
510  Ziegler  Building 
Sp okane  , . Washingt  on 
(Glenn  K.  Bell,  Supt.) 


t 


WISCONSIN  51  ST.  CROIX 
°t . Croix -••County  Electric 
Comparative 
Baldwin,  Wisconsin 
(William  Butzen,  President) 

WYOmIPG  0 lOSnEl 

Wyrulec  Company 
Lingle,  Wyoming 
(G,  C.  Hartman,  Supt.) 


$6,000  to  be  iised  to  defray  certain  expenses 
incurred  in  connecting  additional  customers 
and  for  working  capital. 

This  project  previously  has  been  allotted 
•H Ox, 000  to  build  some  114  miles  of  line  to 
serve  about  440  customers  in  Baylor  and 
Knox  counties. 

$10,000  of  which  $2,000  will  be  used  to 
complete  existing  construction;  and  $8,000 
for  additional  customer  connections  and 
extensi ons . 

Previously  this  project  has  been  allotted 
$120,000  to  build  some  70  miles  of  line  and 
a generating  plant  to  serve  about  200 
customers  on  Orcas  Island. 

$310,000  to  build  approximately  373  miles 
of  line  to  serve  some  823  customers  in 
Spokane,  Stevens,  and  Whitman  counties. 

This  project  previously  has  been  allotted 
$899,000  to  build  some  707  miles  of  line  to 
serve  about  2,033  customers  in  the  above 
mentioned  counties  and  Adams  and  Franklin 
counties. 

$186,000  to  build  approximately  170  miles 
of  line  to  serve  some  559  customers  in 
St.  Croix  County. 


$25,000  to  be  used  for  customer  connections 
and  working  capital  by  the  cooperative. 

This  project  previously  has  been  allotted 
$218,000  to  build  some  204  miles  of  line 
to  serve  about  555  customers  in  Goshen 
Coun  ty . 


FOB  WIPING 

The  following  allotments  have  been  made  to  finance  house-wiring  and 
plumbing  installations,  to  be  re-lent  by  the  borrowers  to  their  individual 
members : 


FLOB-IDa  \6  3-ikTEH 
Sumter  Electric  Cooperative 
association-,  Inc. 

Bus hue 11,  Fla. 

( W.  0 . Kirkland , Supt . ) 


$3,000.  This  project  previously  has  been 
allotted  4166,000  to  build  some  171  miles 
of  line  to  serve  about  510  customers  in 
Sumter,  Lake,  Marion  and  Mernando  counties. 


-Ly ~)  tj  i S I aN  a 7 U-'  -v*.-!-'' T 
Valley  Electric  Membership 
Corp. 

Natchitoches,  La. 

(B.  J.  Giering,  Supt.) 


•V*  SbV  rv  4:  0 1 


verton  Power  district  #5 

verton,  Nevada 

’»«.  B..  Lyon , Supt.) 


OuL'-iHOtvia.  6 CaDDO 

Caddo  County  Electric  Coop. 

albert,  Okla. 

(Billie  Bryan,  Supt.) 


Wisconsin  47  JACKSON 

Jackson  Electric  Cooperative 
Black  Liver  Palls,  Wis. 

(P.  C.  Brown,  Supt.) 
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$20,000.  This  project  previously  has  been 
allotted  $360,000  to  build  some  216  miles 
of  line  to  serve  about  750  customers  in 
Avoyelles,  Grant,  Natchitoches,  hapides, 
Bed  Liver,  Sabine,  and  Winn  Parishes. 

$5,000.  This  project  previously  has  been 
allotted  $168,000  to  build  some  84  miles 
of  line  to  serve  about  402  customers  in 
Clark  County,  Nevada  and  Mohave  County, 
Arizona, 

$7,000.  This  project  previously  has  been 
allotted  $310,000  to  build  some  304  miles 
of  line  to  serve  about  961  customers  in 
Caddo,  Kiowas,  Canadian,  Blaine,  Washita, 
Grady,  and  Comanche  counties. 

$10,000.  This  project  previously  has  been 
allotted  $160,000  to  build  some  147  miles 
of  line  to  serve  about  411  customers  in 
Jackson  County. 
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